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Furnaces. 


(This  Invention  did  not  proceed  to  the  Great  Seal.) 

PROVISIONAL  SPECIFICATION  left  by  Christopher  Thompson  at  the  Office 
of  the  Commissioners  of  Patents,  with  his  Petition,  on  the  26th  July 
1855. 

I,  Christopher  Thompson,  of  South  Shields,  in  the  County  of  Durham, 
6  Engineer,  do  hereby  declare  the  nature  of  the  said  Invention  for  “  Certain 
Improvements  in  Furnaces  with  a  View  to  the  Prevention  of  Smoke  ”  to  be  as 
follows : — 

On  each  side  of  the  furnace  I  form  a  flue,  which  I  connect  with  a  hollow 
bridge  near  the  bottom  of  the  furnace,  the  said  bridge  being  perforated  in  the 
10  front  and  upon  the  top,  whereby  two  currents  of  heated  air  pass  into  the  bridge 
and  issue  from  the  perforations  thereof,  when  they  combine  with  the  combus¬ 
tible  gases  given  off  by  the  fuel,  and  ensure  their  combustion  increasing  the 
amount  of  heat,  and  preventing  the  formation  of  smoke. 


LONDON: 

Printed  by  George  Edward  Eyre  and  William  Spottiswoode, 
Printers  to  the  Queen’s  most  Excellent  Majesty.  1856. 
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